ST.  MATTHEW'S  CATHEDRAL 
Rhode  Island  at  Connecticut  Avenue,  N.W. 
Washington,  D.C. 

This  Cathedral  in  the  Nation's  Capital  is  dedicated 
to  St.  Matthew,  the  Patron  Saint  of  the  city's  many 
government  workers.  This  historic  church  is  host  to 
the  dignitaries  of  the  government  each  year  in  Jan- 
uary for  the  Red  Mass. 

To  the  right  of  the  Main  Altar  is  the  chapel  of  St. 
Joseph,  with  its  sculptured  wood  statues,  overlaid 
with  gold  leaf.  These  were  executed  in  the  Italian 
Tyrol  and  represent  the  Marriage  of  Our  Lady  and 
St.  Joseph. 


Sunday  Masses  —  6,  7,  8,  9,  10,  11:30,  12:30 
Weekday  Masses  —  6:40  7:20,  8,  12:05  5-30 
Tours:  Sunday  2:30  to  4:30;  for  special  group  tours. 
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